( 21 ) 

<? =E (D m m z m 

^ ^ 

Three anomalous spiders from Japan 
Takeo Yaginuma 

Biological Laboratory, Ohtemon-Gakuin University. 
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■■ 3?«m±s. 2i-vni-i965, 

±m • • ^n®®!• 

«K*®®SitttSRfj:|gW^M-ti:t:®5. (Alveolar caivty) 

5. m^r-;io6. lt®Tffi»li|iP!S®T^KJi3ifiS 

($®liiCBbbl4iiS®Sft (scape) 6 

2. Tetragnatha praedonia L. KoCH T'y-d-ifp"^ 

S«> • H : aiDTfT, 2~VIII-1958, 

7'y^iiP’^ Tetragnatha praedonia ®ffiggii’C$ l£^(D±M(0%SMS.ti^fl 

<9, £iil®fe®ii:effl^5J<'f,® 

i,-'. <£±ll;6ifsr*^®ilH'T? ((lii®li^(C:i:^ti/cW B 

^feLfc|g:lT:ife5oiS*n-5. LTSB^i 

Lt::te<. 
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Anomalies of palpi and chelicerae 

1-4 Neoscom scylloides 1. Anomaly of palp 2. Palp of normal male 3. 
Anomalous palp from frontal view (drawn only right palp) 4a. Scape of epigynum 
of gynandromorph b. Normal male c. Normal subadult female 5-6 Tetragnatha 
praedonia 5. Ventral view of chelicerae 6. Dorsal view of chelicerae 7-8 Coelotes 
antri 7. Left palp 8. Right palp 
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Summary 

1. Neoscona scylloides Boesenberg et STRAND 

The spider was collected by Mr* Y. Suganami at Mt, Tsuchidake on August 21, 
1965. The general appearance is that of an adult male : chelicerae, carapace, 
spination of legs and the other parts are similar to a normal male. Both palpi 
are equally developed, but imperfect and anomalous. The tarsus has an alveolar 
cavity, but the genital bulb elongates cylindrically, without any complicated structure. 
Paracymbium is on the ectal side of the base of the tarsus, but its shape is simple 
and much different from a normal one. The abdomen has a scape of epigynum 
which is not fully developed as in the case of subadult female. Present spider 
seems to be a male slightly affected by female element, that is to say, this individual 
may be an inter sexuality with a strong predominance of ihaleness. 

2. Tetragnatha praedonia L. KOCH 

The spider was collected by Mr. K. Murai at Yamaguchi City, on August 2, 1958. 
Subadult female. The right chelicera is normal, but the left one is very short, 

about a half of the right in length. This anomaly seems to be the result of 
regeneration of the left chelicera that was lost for some reason. 

3. Coelotes antri (KOMATSU) 

This specimen was collected by Mr. Y. Tarumi at Minoo City near Osaka on 
September 15, 1966. 

This individual is clearly a subadult male, compared with another normal subadult 
male of the same color and shape as the former, both having been collected at the 
same place and at the same time. But each palp of the former shows anomalous 
development. 

Left palp i patellal apophysis, tibial apophysis and cymbium are normal as in an 
adult male, but the genital bulb is not normaly specialized. 

Right palp : shorter than the left palp ; patellal apophysis is imperfect, and the 
tibial apophysis is developed anomalously ; cymbium is short and thick ; genital 
bulb is abnormal, differing from the left one and also from that of a normal adult 
male. 

This spider may be a kind of abnormal neoteny, but since there is no clear 
evidence to determine so, it is described here as a case of anomaly of male palp. 



